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2500 MARYLAND RD., WILLOW GROVE, PA. 19090 □ (215) 657-4100 


16 April 1986 


Mr. Robert Gates 
607 Ames Bldg. 

Central Intelligence Agency 
Washington, DC 20505 


OFFICE OF THE 



PR ESI DENT 


Dear Bob: 

I am sorry I missed seeing you on April 2 and for not having 
the opportunity of offering my personal congratulations on 
your appointment. 

I look forward to a reunion on my next visit. 

Sincerely, 

Stephen W. Leibholz *3 

President 

SWL:mjp 
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